STATUTES AT LARGE

.Sec. 2. Dairy Barns-Each dairy barn or milking shed should be pro-
vided with sufficient light and air space. Floors should be kept clean.
Walls and ceiling should be. kept free of cobwebs and painted or white-
washed. The barnyard should be properly drained and manure hauled
away to prevent the breeding of flies.
Sec. 3. Milk House-Where there is a milk house it should be kept
clean and all openings properly screened. Measures for the control of
flies should be carried out at all times. Proper washing facilities should
be provided, and plenty of hot and cold water for washing equipment and
floors of milk room. Care should be used to prevent the milk from coming
in contact with dirty surfaces.
Sec. 4. Utensils-All utensils used for milking purposes should be
thoroughly washed, sterilized and put away in a clean place until further
used.
Sec. 5. Water-Every dairy should be provided with water free from
contamination.
Sec. 6. Toilets-Each dairy should be provided with proper toilets
approved by the State Board of Health.
Sec. 7. Milking-Udders, and teats of the cow should be washed and
dried before milking. The hands of the milker should be washed and dried
before milking. A good milk stool should be provided for each milker
and kept clean. Each milker should be provided with clean clothes for
milking.
Sec. 8. Cooling-All milk should be cooled to 50 degrees F. or below
and kept at this temperature until delivered. All milk shall be kept in
closed container.
Sec. 9. Health Certificates-All persons handling milk shall have a
health certificate annually, and no person with contagious disease shall
be allowed around dairy.
Sec. 10 The above does not permit the grading of milk under the
U. S. Public Health Service Milk Ordinance and Code. It shall be a
misdemeanor to use the grade symbol Grade "A", "B", "C" and "D"
milk on Bottles, Caps or Truck unless so graded by the proper Health
Authorities.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 16. MISCELLANEOUS REGULATIONS
(Filed, secretary state's office-September 29, 1937.)
Section 1. All textile and industrial plants, mercantile establishments
and other places where more than five people are employed are required to
furnish their employees sanitary drinking fountains, or individual sanitary
drinking cups, and to keep receptacles in which drinking water is kept
properly covered so as to exclude dust, etc.
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